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CONSTRUCTION 


Rules & Welfare Facilities 


All Trainees shall : 


- Switch off the cell phone or on the silent 
mode. 


- Avoid any side conversations. 


- All Questions will be discussed at the end of 
the session. 


- Smoking is not allowed inside the room. 


- If you need to go to the toilet please, you. 
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Project 

Description: 
Employer National Authority of Tunnels (NAT) 
Employer 


Consultant : SYSTRA 


Contractor JV of Orascom Construction, The Arab Contractors, and 
- Elsewedy Electric for Power System Projects 


КЕУЕК High-Speed Rail Project (HSR) - Green Line MEP Package 3 


Electric Express Train (passengers and cargo) from El Ain El 
Sokhna City on the Red Sea Coast to Marsa Matrouh on the 


Project Location 
Mediterranean Coast 
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Project Health, Safety and Environmental Policy 
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CONSTRUCTION 


Project Drag and Alcohol Policy 
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Project Layout 
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CONSTRUCTION 


Emergency Response 
TBA 
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CONSTRUCTION 


Project HSE Management System 
Stands 


All accidents are caused and therefore can be prevented. 


° All activities shall be carried out with minimized risk. 


e Each person has the right to refuse instructions leading to violation of HSE 
requirements. 


e All managers/supervisors are responsible for the performance of their subordinates. 


e Hazards/risks will be assessed, and control measures defined well before starting 
any work. 


e Each person on the Project shall not create a situation that potentially harms others. 
e Each person has the duty to report any unsafe situation for fast rectification. 


e Each person on the Project shall be committed to the Zero Harm Principles. 
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Training 
Arrival to the site 
&392Jl الوصول الي‎ 


HR 


required legal 
documents 
توفير المستندات‎ 


Site Pass Permit 
الموقع‎ j9 0 تصريح‎ 


Agree to 
Employment Terms 
الموافقة من الموارد البشرية‎ 
علي شروط التوظيف‎ 


HSE 
Induction and 
Practical Training 
التدربب على السلامة‎ 
والصحة المهنية‎ 


Verification of 
Competency )УОС( 
such as Skill test 
Jio التحقق من الكفاءة‎ 
اختبار المهارة‎ 


Enter the site with 


Collect the PPEs full PPEs 


ЕЛЕСІ 


Js»‏ الموقع مرتديا 
مهمات الوقاية 
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Site Access And "cay "mens 
قع وا لمان‎ 


* Access to the site is only through а gate pass card. 


دخول الموقع من خلال التصريح jo poll‏ فقط 
٠ Losses of the gate pass/card are to бе reported to the Site‏ 
Security Manager .(site ID)‏ 


ابلاغ بفقد تصريح المرور الي مدير الامن 


* working and mobilization areas аге covered by the security staff e. 
with fences. | 


йы br‏ العمل Жез‏ دمه ولي امن 
1 الهم لبمفردك ممنوع e Lone works are prohibited.‏ 


* Security and HSE staff have the right to stop the violators and 
application of disciplinary actions 
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Drug, Alcohol, and using knives or guns Policy سباسة للمخدراأت‎ 
aL. 1 والكحولواستخدام اللسكاكينو‎ 


° Random testingzl »xaL silgdi dhall 


e Post-Incident-TestinqobLl xs S Аі 


e Recognition of under the influence (suspicious behavior)J 9] asl 
NE 


e Using knives ог P T ах]. | استخدام‎ 
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Heat Stress 1,11 УГ“ Е 


٠ Schedule outdoor activities in the morning ог 
evening time, if possible. 


.جدولة الأنشطة الخارجية في الصباح أو في وقت shud!‏ إن كان ذلك US ao‏ 
e Ensure proper hydration.‏ 
250 من الترطيب السليم 


e Avoid prolonged sun exposure by covering your 
body, and taking breaks in shaded areas. 


تجنب التعرض المطول لأشعة الشمس عن طريق تغطية lowe‏ وأخذ استراحات في المناطق 
.المظللة 
Leave the sun immediately when feeling dizzy or‏ * 


unwell, contact the Supervisor or Site Clinic. 
بالمشرف أوغيادة الموقع‎ ӘТІР Т التتتمسن 599 | عد الشعور بالذوار أو‎ al. 
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Reporting and Correcting Safety Issues 
лісі غير‎ dlo/Je9)¢ وتصحيح‎ МУ | 
° How to Report any Unsafe Condition / Act „t 4 (> эс ЕМУ كيفية‎ 
للعمل‎ ао] 
UNotify your Supervisor or Site Safety Supervisor! 
لا أبلغ مشرفك أو مشرف سلامة الموقع!‎ 
لا‎ Communicate the issue and assist in the solution 


to correct it! 
تعامل في المشكلة وساعد في إيجاد حل لتصحيحها!‎ Ч 


Take ownership, and follow up!‏ لا 
We all have a responsibility for Safety!‏ > 
لا تولي المسئولية ومتابعتها 
€ نحن جميعا مسئولين عن السلامة 
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Reporting and Correcting Safety Issues للبليغ وتصحيح‎ 


What to do if you are asked to work unsafely, or you see an unsafe 
condition that could potentially affect another employee 


ble 9‏ يجب أن تفعل | gdb‏ منك العمل بشكل غير آمن, أو إذا رأيت حالة غير آمنة قد تؤثر بشكل 
Ч. Every worker has "Stop Work Authority”! According їо С‏ 
Zero Harm program "T^‏ 
لاكل عامل аә]‏ "سلطة توقف العمل"! وفقًا لبرنامج "صفر الأذى". 
Immediately contact your Supervisor or Site Safety‏ لا 
Supervisor!‏ 


لااتصل على الفور بمشرفك أو مشرف سلامة الموقع! 
You must take ownership!‏ لا 


لا يجب عليك أن تتولى المسؤولية! 
We all һауе responsibility for Safety!‏ > 
lux) >‏ جما مسؤولية تجاه السلامة! 
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First Aid / Injury Reporting «1915 ا‎ 
تقارير ا _لصضابات‎ / 219-1 


ALL First Aids shall be reported immediately (e.g.: scratches, burns, 
bruises, and ашымаса in the ye за: of how minor. 


21 2 لذي يتم به. 
All injuries shall be treated at the Site First Aid Unit.‏ 


جميع الإصابات يجب معالجتها في وحدة Slew!‏ الأولي في الموقع 


First Aid 
КА Unit 


ES Р ағ” 


For Serious injuries contact Supervisors or Safety Personnel 


Т‏ الخطيرة ,.يرحى الا هال بالمشرقين أو العوظطفين الفسة ولين عن السلامة 


Emergency eye wash stations аге required where chemicals are 
used. 


айыр‏ وجود محظات غسيل са оа‏ الأماكن التي es өй‏ استخداة 
المواد الكيميائية. 
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Emergency Contacts: 5 jlgld ШУ „97 L5. ОРҒА 
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Emergency Management Plan إدارة ا اطوارئ‎ alas 


" Emergencies can happen at any time emergencies can involve: 
" : الطوارئ يمكن أن تحدث في أي وقت الطوارئ وتضم الاتي‎ 


٠ Firesgil у> 

e Natural disasters sald ا وار نا‎ 

e Chemical spills تسرباتكيميائية‎ 

e Explosions ا-للفجارات‎ 


* Medical Emergencies ài ylld.] anid t. Ы 
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Emergency Management Plan إدارة ا اطوارئ‎ alas 


" То Know where the primary and secondary evacuation assembly areas are 
معرقة مواقع التجمع الاسانسة والثانوية للإخلاء.‎ m mE ыы 
= Go immediately to the assembly area when the notification is made S| 


" To Know what the emergency notifications are i.e. alarm, sirens. 


" To Know the evacuation routes (be aware the routes may change as the project 
progresses) 


" لمعرفة طرق الإخلاء (كن على gh ale‏ الطرق قد تتغير go‏ تقدم المشروع) 
Always follow the directions of your Supervisors during and after the emergency‏ " 


Lb aul "‏ توجيهات مشرفيك خلال وبعد حدوث الطوارئ. 
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Worker's Grievance MechanismsslS ã a 


SUAVE 


All site personnel can voice concerns, grievances, and suggestions, 
without fear of punishment or retribution by using the grievance box 
which is located in........... 


يمكن لجميع أفراد الموقع التعبير عن مخاوفهم وشكواهم 
e gil 519‏ دون خوف من العقاب او الانتقام. عن طريق استخدام 
صندوق «ssl S Jl‏ الذي già‏ في — 


" Just under c " 
ue, | تحت سيطرة إدارة‎ " 


| "RE 
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Welfare Facilities 
алс Lo VI مرافق‎ 


Shaded rest area available on the site for eating and | 
drinking during the break time. 


منطقة راحة АШао‏ متاحة في الموقع Solid‏ الطعام 
/. والشراب خلال وقت الراحة. 
Drink water only from the dedicated points. =‏ 
E‏ اشرب الماء فقط من النقاط الى Г‏ 
Eating, drinking, and sleeping are prohibited inthe з‏ 
workplace.‏ 


USVI " 4‏ والشرب والنوم محظورة في مكان العمل. 
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CONSTRUCTION 


Welfare 
Facilities 

" Forbidden to urinate or defecate Яла yl toilets. 
" Wash your hands before and after using the toilets. 


" اغسل يديك قبل وبعد استخدام المراحيض. 
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Assembly point and First Aid noon 


aN Loleu_| 49,5 gorll نطة‎ 
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Work At Heights - Rescue 
Tips 
نصائح الإنقاذ في العمل‎ 
على ارتفاعات‎ 


" A rescue plan is required before апу work at heights commences. 


" مطلوب خطة إنقاذ قبل بدء أي عمل في المرتفعات. 


" Rescue plan must include emergency notification, required 
equipment, and procedures to be used in the event of an 
emergency. 


" يجب أن يتضمن خطة الإنقاذ إشعار الطوارئّ والمعدات المطلوبة 
والاخراءات المستخدهة فى all»‏ حدوث al»‏ طوارف: 


08Л5СОМ`. © 25: ете "> 
~ Emergency Response- 
Fire 
فى حالات‎ ali VI 
* RAISE THE ALARM الطوارئ - حريق‎ 
اطلق الانذار‎ 


أخبر ا لإخرينيا مناطق| لأخري 


«bl.‏ مشترقك ومشكول السلامة 
٠ Attempt to put out the fire with a fire extinguisher only if it is safe to do so‏ 
and you have been trained.‏ 


حاول إخماد الحريق باستخدام alab‏ الحريق فقط إذا كان Esl‏ القيام Шы‏ وقد تم 


.تدريبك 


11) .إخلاء المنطقة‎ m 


* Inform others in the area. 


* Notify Your Supervisor and Safety. 


e Evacuate the area. 


ONSTRUCTIO 


ELSEWEDY 
ORASCOM:. es ELECTRIC Pap Аа — 
np Е == EEE eo жегін E - — 


Near Miss Reporting 
نظام تقارير الحوادث الوشيكه‎ 


e Report Near Misses to your Supervisor and HSE Officer for investigation and 
action to prevent accidents! 


“يجب على الموظفين الإبلاغ عن الحوادث الوشيكه إلى المشرف ومسئول 
السلامة البيئة والصحة pub‏ واتخاذ إجراءات لمنع الحوادث. 
٠ Share your observations апа experiences with your team - keep them safe!‏ 


Proacti 
ve 
Safety 


\ 


he Arab Contractors ELSE WEDY 
“УЗ — Confined cu EE 0 
Spaces 
المغلقه‎ | SL. VI 


* is an area large enough to fully enter or perform certain jobs. A confined space also has limited or restricted means of 


entry or exit (e.g. portals, hatches, manholes, ladders, crawl spaces, ) and is not designed for continuous occupancy. 
(OSHA) 


* Let Us Add the definition of Confined Space : 


المكان Ше‏ هو مكان вазо:‏ المداغل و المخارج الذى لآ 3591 به حركة:هواء طبيغية أو كمنة كافية من аза‏ 
pasar сэй‏ لأحد بالدخول و التواجة ol pal‏ طويلة кы ЇЇ)‏ والمتهولات والمواسير) 


٠ Only TRAINED personnel will be allowed to enter a confined space to conduct inspections and/or work. 


* سيسمح فقظ بذخول الأشخاص المدريين إلى الاماكن المغلقة لإجراء التفتيشات أو العمل. 


٠ ENTRY іс the act in which any part of the body intentionally passes through the opening into a confined 
Space. 


* الذخول هو الفعل الذي يمر فيه أى جزة من الجسم عن عمد من خلال الفتخة إلى المكان المغلق. 
٠ The Safety Team will evaluate all confined spaces prior to the initial work to help determine potential risks.‏ 


sate ш‏ ° سيقوم فريق السلامة بتقييم جميع الاماكن المغلقه قبل العمل الأولي للمساعدة في تحديد المخاطر المحتملة. 


ENTRY BY PERMIT ONLY 
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CONSTRUCTION 


Signs, Barricades & Perimeter Guarding 


العلامات, الحواجز والحماية 


٠ Barricades must be installed to protect against 
accidental exposure to hazards. 


* Barricades are used to prevent or limit employees 
access to work areas. 


* ستخدم الحواجز لمنع أو تقييد دخول الموظفين إلى مناطق العمل. 
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CONSTRUCTION 


— site | rii od 


* Good housekeeping is a basis for a safe work environment; it 
prevents accidents and fires. 


© الحفاظ على asl;‏ هو айы] yulul‏ العمل gia; а] гака‏ الحوادت والجرائق. 


КЕЕ 


7 [ WastCo ollectio " 
| Point | 
نقطة تجمع مخلفات‎ 


٠ Deposit all trash and scrap іп the proper containers. 
إيداع جميع القمامة والخردة في الحاويات المناسبة.‎ * 


٠ Keep immediate work areas clean, especially when working at 
heights on scaffolds or platforms and confined spaces. 


٠‏ حافظ على نظافة مناطق العمل الفورية . خاصة عند العمل على ارتفاعات 
على السقالات أو المنصات والأماكن المغلقه. 
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CONSTRUCTION 


Housekeeping 


«Practice good housekeeping (clean area, legible labels, 
etc.) to minimize unnecessary generation of waste. 
(АЛ. “تنفيذالجيد للنظافة (منطقة نظيفة . ملصقات مقروءة‎ 
. لتقليل النفايات غير الضرورية‎ 
«АП work areas shall be maintained free of accumulation 
of debris. 


une‏ الحفاظ على جميع مناطق العمل خالية من تراكم الحطام. 
*Housekeeping is the foundation of our Safety‏ 
Program.‏ 
*النظافة هو أساس برنامج السلامة لدينا. 
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CONSTRUCTION 


Classification of waste Bins تصنيفصناديق‎ 
—Llel | 


Type of waste Bin Color 
اللون نوع النفايات‎ 


1 Hazardous wastes Red 
احمر النفايات الخطرة‎ 
2 Plastic wastes Blue 
ازرق النفايات البلاستيكية‎ 
3 Paper Wastes Green 
449 jg]l نفايات‎ pos 
4 Wood wastes Brown 
اسمر نفايات الخشبية‎ 
5 Scrap metal Black 
اسود الخردة المعدنية‎ 
6 Concrete wastes Grey 


asl jad] КРТ m 
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CONSTRUCTION 


Working at 
Heights 


العمل علي ارتفاع | Scaffolds:¥_lauL‏ * 


٠ Only qualified persons shall erect, гү of or dismantle any scaffolds 
must have VOC. 


* يجب على الأشخاص المؤهلين laa‏ إقامة أو Law‏ أو تفكيك أي سقالات. 


٠ Shall have sufficient safety handrails System fully decked. | 
نظام درابزين امان كاف انشئ بالكامل.‎ e يكون‎ ol يجب‎ * 


٠ During erection and/or dismantling the area MUST be barricaded to 
prevent unauthorized entry. 


АЫ РТ Ке ТЕРЕГІ)‏ العمل لم الدخول قير taal‏ نه 
٠ No one is allowed to use the scaffold until it is complete, inspected,‏ 
and tagged.‏ 


. باستخدام السقالة حتى تكتمل وتفحص ويضع كارت السقالة‎ x29 now لا‎ ٠ 


pe Argh Comis ELSEWEDY 
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Working at 
Heights 


العمل علي ارتفاع 


e Inspection daily by a competent person - weekly бу 
Scaffolding Inspector 


ia قبل‎ vo ны > саде ле. 


e Green: Is ready to use (Check for а weekly inspection) 
٠ الفحص الأسبوعي)‎ yo أخضر: جاهز للاستخدام (تحقق‎ 

Red: No use under any circumstance 
* استخدام تحت أي ظرف من الظروف‎ У الأحمر:‎ 


= Holder 


Unsafe 


| 
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Work Near and Over 
Water 


العمل بالقرب من الماء 


A before commencing working adja So , in or 


under the water the following is mandatory: 


قبل البدء في العمل المجاور أو فوق أو في أو تحت الماء , يكون ما 
:يلي إلزاميا 


e Permit to work and MSRA shall provided prior 


Starting the activities. 


cam.‏ تقديم РЕЛ poi‏ وتقريز تقييم МЈ‏ قبل є‏ الانشطة 
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CONSTRUCTION 


Work Near and Over 
Water 


العمل بالقرب من الماء 
49999 


e the required PPE must be worn e.g. lifejacket. 


يجب ارتداء مهمات الوقاية الشخصية المطلوبة Бо‏ سترة النجاة 


the provision of emergency preparedness, e.g. 


contingency plans, rescue/evacuation arrangements 
Shall be provided. 


يجب توفير Galil‏ لحالات الطوارئ « مثل lalas‏ الطوارئ ؛ وترتيبات 
.الإنقاذ / الإخلاء 


MEWP Еашртепё:;1› معدانتاللمتنقلة‎ 


Requirements. Libel: 


e MEWP Equipment must only be operated by trained authorized personnel. 
معتمدين‎ (уыз ухо تشغيل المعدة من قبل موظفين‎ 
٠ MEWP Equipment must have 3% party certificate and inspected before use. 
يجب فحص المعدة قبل استخدامها وتوفر شهادة معايره خارجية‎ 
٠ Operators must be properly trained to utilize the equipment safely. 
lel das ш. هدرب على‎ ое. بحب قلي ستغل المغدة ان‎ 
٠ No workers without training SHALL attempt to operate the machinery. 
e cl عامل بدون تدريب محاولة تشغيل‎ sY يجوز‎ У. B 
e Working at heights exposes workers to other hazards beyond falling, such as * 
electrocution hazards. بلك‎ 
مخاطر الصعق‎ Шә ‹ العمل على ارتفاعات يعرض العمال لمخاطر أخرى تتجاوز السقوط‎ + Hil 
I =e 
* Must wear a safety Harness يجب‎ 
Qld! ارتداء حزام‎ 


\ 
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CONSTRUCTION 


Fall Protection مناللسقوط‎ al 


e Priority of Fall Protection Measures: Ізі. الاحماية‎ pub :أولوية‎ uu 


2 


1. Collective Protection (guardrails, scaffolds, safety nets) 
الحماية الجماعية (حواجز الحماية والسقالات وشبكات الأمان)‎ 
2. Alternative means of access (aerial lift) 
وسائل بديلة للوصول‎ 
Personal Protection (fall restraint, fall arrest) 
الحماية الشخصية (ضبط النفس من السقوط . إيقاف السقوط)‎ "у" 


١ Апсһог 


ың Ж M x 


[| 100 %-tie-off mandatory!'.s L.2 1, L3. 1 ربط حزام‎ A 


“Fall restraint” 


>Always use best protection possible! أفضلحماية ممكنة‎ Lil استخدم‎ 


T че et ftnt 
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CONSTRUCTION 


Fall Protection - PPE- لسقوط‎ Ll, ol 
معداناؤوقاية اللشخصية‎ 


eCheck the following before use: :حققمما يلىقبلا لاستخدام‎ 

"Check the condition of the safety Harnesg -l el;» dbo 5à 
"Harness is fitted properlyecuz 2,35 تم تركيللاحزام‎ 

"Belts of the harness peljal شد‎ 

* Shock-absorbing lanyard حبلماص للصدمات‎ 

"Life lineg; Ш 


"Anchorage points 1411456; 


5 


الهيئة ال 
تك 
سے 
سحب ييا کے 
LAERIEND‏ 


CONSTRUCTION 
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Fall Protection - PPE.alsj_ مهمانا‎ 
РИРҒҰТЕ 


Full body harness must be worn properly and tied off to a suitable anchor 
point when bus :ارتداء جزام كاملللجسم بشكلصحيح وربطه بنقطة تثبيتمناسبة‎ 


" Working outside handrail and/or there is potential to 
fall 1.8 meters or more 
أو أكثر‎ pio 1.8 العمل خارج الدرابزين أو هناك احتمال للسقوط‎ 
" Inside aerial lift equipment 


29 Jl داخل معدات‎ 
" |n a designated area requiring fall protection 
المنطقة حماية من السقوط‎ clin ялы لال‎ 
" Оп а scaffold that is tagged fall protection is needed ЇЇ її d Е 
على سقالة تم وضع علامة عليها ‹ وسائل الحمايه من السقوط‎ " Іш 5; 


الزاميه 
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CONSTRUCTION 


Ladderd4.M ,„ 
(e 


* Ladders are a means of access between two different elevations only and are not generally 
considered to be a work station, and may only be used strictly adhering to the following 
requirements 


السلالم هي وسيلة للوصول بين ارتفاعين مختلفين فقط ولا تعتبر بشكل ple‏ محطة عمل , ويمكن استخدامها فقط مع 
الالتزام الصارم بالمتطلبات التالية 


“Әсе the right ladder for the job. .استخدم اللسلم ا لمناسباءلوظيفة‎ 
*Inspect the ladder before and after قبلوبعد ا لاستخدام.ع5نا‎ pluLljarsl 


‘Tag and remove defective ladders for repair. وقم بإزاللها لإصلاحها‎ àusd .ضع علامة على سلام‎ 
*Ensure stability (1:4 Ratio wall to height).(elaz JL] الجدار‎ ам 4 :1) لاستقرار‎ 0. 

*Ladders must extend 1m above the step-off point.ca,3Ll Алі i35 9 متر‎ 1 d MUL! .يجبأنتمتد‎ 
بتأ‎ 


‘Secure the top of the ladder, as needed.asliliwws. іс; 


‘Portable ladders must be tied off or held.lgzu: 5 للمحمولة أو‎ АУЫП يجبوبط‎ . 
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CONSTRUCTION 


Ladders 
А.М. 


* Face the ladder when ascending or descending. أو للزول‎ Sessel] عتذ‎ ЫП а>. 

* Maintain 3-point contact . علئلتصا-لمن3 نقاط‎ ЬЯ | 

* Hoist materials or attach them to a belt. أو قم بإرفاقها‎ 21941251 
بحزام‎ 


“Оо not carry materials in your تحملا مواد فىيديك53005‎ -Y 
* Make sure that only one person at a time is on the ladder. 
من 2979 شخص واحد فقط في كل مرة على السلم‎ li. 
٠ Don’t stretch or reach beyond the side rails of a ladder. You could lose your balance. 
Siler القضباث الجانية للسلف قد تققد‎ ely أو تضل الى ها‎ saa V. 
* Never stand any higher than on the third rung from the top of a ladder. 
alai cde T اعلى من الدرجة الثالتة من‎ Бо] .لتقف‎ 


ONSTRUCTION 
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Dropped Objects 221 lesà „~ 


* All tools and materials will be tied off when being used at heights 
(lanyards). 
الأدوات والمواد عند استخدامها على ارتفاعات (الحبال)‎ ga .ربط‎ 
٠ Tools and small parts when not in use will be stored in sturdy canvas 
bags. 
تكون قيد الاستخدام في أكياس قماش قوية‎ У الصغيرة عندما‎ sl у> Уо .تخزين الأدوات‎ 
٠ Pre- апа post-job inspections will be conducted in all elevated work 
locations to verify that the area has been cleared of loose objects. 
إجراء عمليات تفتيش قبل وبعد العمل في جميع مواقع العمل المرتفعة للتحقق من‎ 
المتناثره وبدون حمايه‎ eL yl تطهير | لمنطقة من‎ 
٠ Areas below all elevated work shall be marked and isolated to 
prevent entry of unauthorized personnel. 
gio) يجب وضع علامات على المناطق الواقعة أسفل جميع الأعمال المرتفعة وعزلها‎ 
.دخول الافراد غير المصرح لهم‎ 
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Slips, Trips, and Falls ي للعثر‎ p" 
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" Use caution on muddy surfaces توخي الحذر على الاسطح الموحلة‎ 
" Clean up spills on wet floors äl Jl تنظيف التسريبات على الأرضيات‎ 
" Steps must be in good condition 6347 АЙ> يجب أن تكون الدرج في‎ 
" Remove protruding objects. 6 j JUJl الاجسام‎ aJl jl 
" Keep aisles, walkways, and stairs حافظ على الممرات والممرات والسلالم‎ 

clear استخدم المسارات المخصصة‎ atl 
" Use designated pathways and keep عند‎ cp pl wl استخدم‎ таў ule — 

تسلق) أو نزول السلالم them clear‏ 


= Use handrails when в 
ascending(climbing) с 
stairs 
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" Ensure good houseke@ 
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CONSTRUCTION 


Slips, Trips and Falls زلاق واللعثر‎ 
والسقوط‎ 


" Footwear is in good condition  ةفيظول ومناسبة‎ dur أحذية في حالة‎ " 
and right for job function and الوظيفةوحالة الطقس‎ 
weather conditions. 


" ضع لافتات لتحذير الآخر 


" Place signs to warn others of 
22. Кер لم تتمكن من‎ 15] И] 
إذا لم تتمكن من إصلاحه - اصدر‎ " 
= |f you can not fix it - Place а عمل لإصلاح المشكلة‎ w pai 
work order to get the problem 
fixed. 


5 قم بالإبلاغ فورا عن جميع الإصابات 
المتعلقة بالعمل إلى مشرفك. 


" Immediately report all work- 
related injuries to your 
Supervisor. 
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S الهيئة القومية للأنفاق,‎ 8 
ان راه‎ Be zl % ا‎ N gua bE UU Р. 
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Егдопотісѕ ОҒҒІСЕ 5АҒЕТҮ 
العمل سلامة المكتب‎ ain 


Top of monitor at 
eye level or just below 


Monitor roudghl- 
arm's length 
Cas nM 


ur Minimal Бегис 

— зес- at wrists 

Elbows س‎ mm 1 == 

close ta | sem = 
boy" : 


Back 
=traight 


Backrest 
zup porting 
lower back 


Adjustable ж 
жом ЕР chair 


DUE qe = 


Front of eat mot pressing 


Feet flat orn ground 
on back of Knees 


or resting an footrest 
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SAFETY 
العمل سلامة المكتب‎ ain 


Localized pressure on body 


parts - hazards: مخاطرالضغط الموضعي على اجزاء‎ У 
Y Pressing the body/part of the من الجسم‎ 
body against hard or sharp 
edges. الضغط على الجسم / $52 من‎ 
Y Standing/kneeling for E الجسم ضد الحواف الصلبة‎ 
prolonged periods on hard الحادة.‎ 
Surfaces. على‎ àbsle لفترات‎ {95 Jl / الوقوف‎ 
Y Using tools with hard handle الأسطح الصلبة.‎ 
Surfaces or short handles. استخدام أدوات ذات أسطح ذات‎ 
Y Alternate between bending, булай فقانض.‎ ЕРТЕГІ 
kneeling, sitting, and بالتناوب بين الانحناء والركوع‎ 
squatting; use sit/stand والجلوس والقرفصاء ؛ استخدم‎ 


مقاعد الجلوس / الوقوف أو stools or tables.‏ 


VP || || 
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CONSTRUCTION S 


Repetitive motions - 
solutions : 


v Arrange work to avoid 
unnecessary motions. 
Y Spread repetitive work 


out during the day. وقفات التمدد.‎ 3» У men 
Y Take stretch pauses. umen | ie iin 
Y Rotate task with co- المهمة مع زملاء‎ port قم‎ У d 
workers if possible. العمل إن امكن.‎ 
Y Change hands ог motions | 
frequently. تغيير اليدين أو الحركات بشكل‎ ” 


"2 
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CONSTRUCTION 


ORASGOM SE E т 
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Personal 


Protective 


Equipment 


PPE must meet асс д бб Jl إلججا بف‎ не 166 


standards for 


performance and 
materials. 


Minimum requirement: 
"Y Hard hat. 
Y High visibility vest. 


Y Boots with steel tow and 
steel midsole. 


Y Eye protection. 


sleeves 


Y Gloves 


sloW‏ ء والمواد. 
الحد الأدنى من المتطلبات: 
سترة فسفورية الوضوح. 
v‏ أحذية بسحب فولاذي ونعل 
أوسط 99 „SY‏ 


> حماية العين. 
> السراويل الطويلة والأكمام 


CONSTRUCTION 
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Eye 
Protection 


حماية العين 


e Safety glasses must be worn at all times 

يجب ارتداء نظارات السلامة في جميع الأوقات 

٠ Safety glasses will protect your eyes from flying objects, dust, 
and UV rays (ultraviolet rays) 

ستحمي نظارات السلامة عينيك من الأجسام الطائرة والغبار والأشعة فوق 
البنفسجية (الأشعة فوق البنفسجية) 

٠ Operations that could cause flying objects include woodworking, 
grinding, spot welding, and jobs that include hand tools. 

* تشمل العمليات التي يمكن أن تسبب الأجسام الطائرة النجارة والقطع واللحام 

والوظائف التي تشمل الادوات اليدوية. 
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Type of Eye 
Protection 


نوع حماية العين 


* Face shields provide a high level of protection. 


* Chemical splash goggles protect against fluids by sealing tightly 
to the face. 


* تحمي نظارات الرذاذ الكيميائية من السوائل عن طريق إحكام 
غلقها على الوجه. 
٠ Over glasses provide protection over prescription glasses‏ 
٠‏ توفر نظارات مناسبة الحماية على النظارات الطبية 
٠ RAY BAN sunglasses are not safety glasses!‏ 


cl ШАЙ”‏ الشمسية RAY BAN‏ ليست نظارات أمان! 
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CONSTRUCTION 


Foot Protection حماية‎ 


RUM 
* Steel Toe Boots or Metatarsal 
guards 


are required 


* Special boots for electrical work 
could be required when working 
high-voltage 


* Work boots need to have a heel 
to keep feet from slipping when 
climbing a ladder 


* Chaps and leggings have to be 


сеа in 


مطلوب أحذية إصبع القدم الفولاذية أو 
واقيات مشط القدم 


للأعمال ТЕС‏ عند ne,‏ الح“ 


CONSTRUCTION 


ORASCOM:. 2 ELECTRIC | PSP 
Head ProtectionyulLl حماية‎ 


* Today's hard hats come in a variety of styles. 


ue‏ الخوذه الصلبة اليوم في مجموعة il guo‏ من 
abu‏ 


*Hardhats must be worn brim forward 
“يجب ارتداء الخوذه الصلبة إلى الأمام‎ 


*Hardhats will provide protection by resisting 
penetration by objects, absorb shock er a blow 


Sou‏ توفر الخوذه الصلبة الحماية من خلال مقاومة 
TE‏ الأشياء . yolaiols‏ صدمة الضربة 
eCheck hard hat daily for signs wear and tear‏ 
*تحقق من الخوذه الصلبة üx Log‏ عن علامات التهالك 
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" No one is allowed to use respiratory protection without 
being trained, medically examined, and fit-tested 


озар SY болы Y |‏ باستخدام حماية الجهاز التنفسي دون تدريبه وفحصه 
' طبيا واختباره 
The only exemption is using a dust mask for nuisance dust (i.e.‏ " 


sweeping, cutting concrete, etc.). Always get approval from Site 
Management before using a dust mask. 


" الإعفاء الوحيد هو استخدام قناع الغبار للغبار المزعج sl)‏ الكنس ‚ قطع الخرسانة ‚ 
إلخ). احصل دائما على موافقة من إدارة الموقع قبل استخدام قناع الغبار. 


" This orientation does not qualify anyone to use respiratory 
protection 


" هذا التوجه لا يؤهل أي شخص لاستخدام حماية الجهاز التنفسي 
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CONSTRUCTION 


Hearing 
Protection 


* Hearing protection is required حماية‎ 


working in or around the following areas 
السمع مطلوبة عند العمل في المناطق التالية أو حولها‎ ales 
> Grinding glad 
> Operating heavy equipment abatbbed Iau 


> Running an impact wrenchla,, تشغيلمفتاح‎ 


* Rule of thumb: if you cannot carry on a conversation in a normal 
tone of voice with someone at arm's length you are likely near or 
over 90 dBA. 


* القاعدة الأساسية: إذا لم تتمكن من إجراء محادثة ale 29-9 б мі)‏ مع شخص lo‏ 
على بعذ ذراغ : فمن Даже‏ ان تكون قرينا هن 90 دسل أو أكثر. 
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Site PPE Color Code 
Matrix 


1 пуан сате ELSEWEDY 
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Hand made Tools are not allowed 


" Site-made tools are never allowed to be used on-site. 
باستخدام الأدوات المصنوعة في الموقع.‎ bul يسمح‎ У" 


usate tima ж 
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Equipment Guarding & Hand 
Tools р 
معدات الحماية والادوات اليدوية‎ 


٠ Tools and equipment must be in good condition and well- 
maintained. 
وصيانتها جيدا.‎ Bur АЙ> يجب أن تكون الأدوات والمعدات في‎ * 
٠ Should ре inspected by a qualified electrician and color-coded 
before using. 


* يجب فحصها من قبل كهربائي مؤهل ومميز Ul SVL‏ قبل الاستخدام. 


* Do not use power tools if their guards are not in place. 


٠‏ لا تستخدم الأدوات الكهربائية إذا لم تكن واقاتها في مكانها. 
٠ Tools, guards, and protective devices must not be altered.‏ 
* يجب عدم تغيير الحماية الادوات 9 واجهزة الحماية. 
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CONSTRUCTION 


Tools |‏ 
معدات درع الحماية والادوات 
اليدوية 


٠ Inspect your tools daily to ensure they are іп 
proper working order. 


* افحص أدواتك Logs‏ للتأكد من أنها في ај‏ عمل مناسبة. 
٠ Only qualified, trained persons may use tools апа‏ 
equipment.‏ 
Y °‏ يجوز استخدام الادوات والمعدات إلا ue XJ‏ 
المؤهلين والمدربين. 
٠ Before using any equipment, it is necessary to‏ 
ensure that the guards are in place.‏ 


الحماية في مكانهم. 
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Inr ГҮ 

PROJECT COLOR CODE الكود اللونى للمشروع‎ есесттіс 9P 
Duration الفترة‎ | | Color اللون‎ 


From January to March من يناير الى مارس‎ 
From April to June من إبريل الى يونيو‎ Yellow 


From July to September 


From October to December من أكتوبر الى ديسيمبر‎ Brown 
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CONSTRUCTION 


Permit To Work (PTW) 


" The following activities must be done using a PTW 
يجب القيام بالأنشطة التالية باستخدام تصريح العمل‎ " 
e Excavation «aa | 
e Operational Areas and Live Systems äl 21У. لشغيلوا‎ 1 ablo 
e Hot Worksa:» Lu) 161 
e Cold works à» UJ الما‎ 
e RadiographyasXX.l 
e Confined Spacesaals4 |, SW. 
e Lifting operations gò Шс 
e Modification of Barriers апа Coversabd_l, تعديل|احجواجز‎ 


* High Risk Activities ( e.g. working over/ adjacent the water - 
blasting ) 


٠‏ الأنشطة عالية الخطورة Jio)‏ العمل فوق / بجوار الماء - التفجير) 


EE, n 


١ 


* 
palat القدمية‎ амал f 


ORASCOM:, © Emm етет e 
Permit To Work (PTW) 


" Each subcontractor is responsible for issuing their PTWs 
а كل مقاول من الباطن مسؤول عن إصدار تصاريح العمل الخاصة‎ " 

" Only trained and authorized persons сап apply for a PTW 
PTW بطلب للحصول على‎ exàJl فقط للأشخاص المصرح لهم‎ " 


Check with your Supervisor if you have any questions whether 
or not a permit is required 


Y el مطلوبا‎ cu уай كان‎ I5] مشرفك إذا كان لديك أي أسئلة حول ما‎ go تحقق‎ " 
" PTWs must be posted at the work area 


"يجب تشر cell le‏ فى منظقة العمل 


PERMITS 


Never enter areas marked “Operational Area” 
without authorization! | 
Lobl المناطة التى تحما. علامة "منطقة العملات" دون‎ ll ‚|> V 
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Lock Out, төр ut e. 


(LOTO) 
What is it? 


> Lockout is the safe and positive way of isolating energy sources of equipment 
and/or systems 


< الإغلاق هو الطريقة الآمنة والإيجابية لعزل مصادر الطاقة للمعدات و / أو الأنظمة 
А padlock is placed on an energy-isolating device that is in the off or closed position‏ > 
> يتم وضع قفل على جهاز عزل الطاقة في وضع إيقاف التشغيل أو الإغلاق 
Tag out is applying signage to identify a responsible person‏ > 
Tag out >‏ هو تطبيقالافتاءتلتحديد БЕРЕН ЕТІҢ‏ 


> DO NOT tamper with Lockout/Tagout devices unless authorized 


> لاتحت ناجهزة الققل / الوؤسم ما لم يكن مضرجا له 


> Ena ELSEWEDY | 
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LOCKING/ LOCKOUT 
T" 


Lockout: isolation of a source of hazardous 

energy, including releasing апу residual 

hazardous energy that might be present, and 

securing an isolation point by locking it. 

الإغلاق : عزل مصدر للطاقة الخطرة , Lo,‏ في ذلك إطلاق أي 

طاقة а>‏ 6 متبقية قد تكون 629290( وتامين نقطة عزل عن 
طريق قفلها. 
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CONSTRUCTION 


TAGGING/ TAGOU 
وضع العلامات العزل‎ 


Tagging: placing a specific tag оп a lock or point 
of isolation to identify the area under operation/ 
commissioning. 
عزل لتحديد‎ àlaà Led وضع العلامات: وضع علامة محددة على‎ 
. المنطقة قيد التشغيل / الاختبارات‎ 
Tagout: placement of a “Danger—Do Not 
Operate” tag (without a lock). 
Us 90912) تعمل‎ -Y - plas" وضع علامة‎ :Tagout 


f: eec ELSEWEDY 8 ICL IL! 
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الكهربائية‎ 


* Electrical cords and tools shall be inspected daily before the start-up of 
work activities by the electrical team. 


| * يجب فحص الأسلاك والأدوات الكهربائية Log‏ قبل su‏ أنشطة العمل من قبل الفريق 
БР е‏ " 
Defective or damaged cords shall be taken out of service immediately.‏ * 
Check the color code/inspection tag!‏ 
сам”‏ إخراج الأسلاك المعيبة أو التالفة من الخدمة على الفور. تحقق من اللون الكودي / 
Cable Jacket‏ 


! علا مه | لفحص‎ / Wire Insulation Stripped 
Wire 


* All cords shall be double-insulated and have ground prongs intact. 
ыы ارضية‎ 15 gad lala J all الاسلاك مزدوعة‎ жаз وحن ان نكون‎ * і 


һы M Wes ts GE FQ, OEE 
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السلامة‎ 
الكهربائية‎ 


٠ String up cords and leads to prevent اربط الحبال والأسلاك لمنع مخاطر التعثر. استخدم‎ 
tripping hazards. Use zip ties, or other اربطة مضغوطة او مواد اخرى غير موصلة للربط وتجنب‎ 
nonconductive material, and avoid sharp الحواف الحادة.‎ 
edges. 


يجب استخدام RCD‏ "جهاز التيار المتبقي" . وكذلك 
СЕС!‏ "قاطع دائرة الخطأ الأرضي" أو ELCB‏ "قاطع 

دائرة تسرب الأرض") في جميع الأوقات مباشرة في 
مصدر الطاقة عند استخدام أي كهرباء من أي نوع. 


e RCD “Residual Current Device”, also СЕС! 
“ground fault circuit interrupter’’ or ELCB 
“Earth-leakage circuit breaker”) shall be 
used at all times directly into the power 
source when using any electrical of any 


الحالي على المسار الطبيعي. | 


e RCDs аге designed to ser 
current flow over the nor 


Circuit Breaker 


" — I сы СЕ, СЕ \ 
ORASCOM:. e Rem" Safety 
الكهربائية‎ 
٠ Make sure that all electrical equipment is 
connected to an earthing point. 
المعدات الكهربائية بنقطة تأريض.‎ gor من توصيل‎ 250% 
• Do not use domestic equipment and tools. 
تستخدم المعدات والأدوات المنزلية.‎ ال٠‎ 
* Observe all warning signs for energized equipment, 
access only if competent and authorized. 
جميع علامات التحذير الخاصة بالمعدات النشطة . ولا‎ boy * 
تتعامل إلا إذا كنت مختص ومصرح بك.‎ 


VE е Arab Contractors ELSEWEDY 
ORISCOM:. Э AE етте 9? 
CONSTRUCTION 


Thunder Storms & Inclement 
Weather 


العواصف arc Ji‏ والطقس العاصف 


٠ We use the 30 Rule, when you see lightning count how 
long it takes to hear thunder, If it takes less than 30 
seconds you should seek shelter. 

نحن نستخدم قاعدة 30 , ol «м (ос‏ يحسب المدة التي 


يستغرقها سماع الرعد ‹ إذا استغرق الأمر Jal‏ من 30 ثانية ; 


белэсем. مجسنت يت‎ айтп“. SYSTA Шеш SHAKER Жаша 


* Supervision will shut down all work if conditions are severe 
enough. 

` سيقوم الإشراف بإغلاق جميع الأعمال ]15 كانت الظروف قاسية بما فيه الكفاية. 

٠ Workers will shelter at designated locations in case of outdoo 
activities. 


سيحتمي العمال في مواقع محددة عند القيام JL sk‏ خارج المحطه 


ORASCOM:. e 22:52: OY | psp чп 
at нн е ELECTRIC Speeds 


CONSTRUCTION 


сым! 


" Maximum permissible wind speed for lifting and working over 20 m is 42 
km/h. 


" أقصى асуы‏ رياح مسموح بها للرفع والعمل أكثر من 20 مترا هي 42 pS‏ / ساعة. 
Lifts with large surface areas may be shut down at significantly lower‏ " 
wind speeds.‏ 


" قد يتم إغلاق المصاعد ذات المساحات السطحية الكبيرة عند سرعات رياح أقل بكثير. 
The decision to suspend lifting or working at height operations will be‏ * 
made by the subcontractor Site Manager or his delegate. and‏ 
subcontractor's HSE Manager.‏ 
ا Sa) О‏ عمليات e3 Jl‏ أوالعفل فى المر яй‏ من قبل dsa pro‏ 
المقاول من الباطن | و من يفوضه. ومدير الصحة والسلامة والبيئة للمقاول من 
الباطن. 


" Site Safety shall authorize all lifting operations. 


The Arab Con 
ORASCOM:. @ EEE sewer | psp 
— 


* All drivers must have a government 
driving license according to Egyptian 
traffic law. 

* Seatbelts shall be worn by ALL 
occupants of ALL vehicles. 

* All vehicles shall be inspected before 
being allowed on site By the logistic 
team and mechanic under approval 
from HSE. 

* Vehicles entering the work areas shall 
have a revolving roof light or flashing 
hazard lights illuminated. 


* All vehicles in the work area shall have 


Vehicle operation оп-= == 


site 


dua) يجب أن يكون لدى جميع السائقين‎ ө 
قيادة حكومية وفقا لقانون المرور‎ 
المصري.‎ 

٠‏ يجب сілі‏ أحزمة الأمان من قبل جميع 


ركاب | с LS oJ‏ 
يجب فحص جميع المركبات قبل السماح 
لها بالوصول إلى الموقع من قبل الفريق 

кр ges eo au. os lS oe) миын] 
ӘЛЕК ТЕ! 

٠‏ يجب أن يكون للمركبات التي تدخل 
مناطق العمل صوء سقف دوار أو اضواء 


The Arab Con 
ORASCOM:. Ge = остип PS? 


CONSTRUCTION 


Vehicle operation on site تشغيل‎ 
موقع‎ lò vL я ا‎ 


* The maximum speed limit on site is 20 km/hr. 


ЕЧ‏ 0ح |* الحد الأقصى للسرعة في الموقع هو 20 eS‏ / ساعة. 


<= حدم جم ص‎ E Ew ZU и —E— 


* Pedestrians shall always be given the "THE of way" on the Шайт Si 

٠*٠ LA‏ يجب Я‏ منح المشاة "حق المرور" على الموقع. 

* Vehicles with restricted rear views shall not be operated in 

reverse without the direction of a spotter/ banksman. 2 
الخلفية في الاتجاه المعاكس دون توجيه‎ àj8 JI تشغيل المركبات ذات‎ 0 ° pn | 

• Two-wayMobile telephones/two-way radios and other кеи" NO CELL PHONE 


devices shall not be used by the operator of any vehicles on USE WHILE 
site. OPERATING 


Y * EQUIPMENT‏ يجوز استخدام الموبيل/ أجهزة الراديو والأجهزة الإلكترونية الأخرى من قبل 
سائق اي مركبات في الموقع. 


ORASCOM:. EEE: SEWED" | psp 
in Seat Belts 


ао 5l 
المقاعد‎ 


٠ Seat belts are mandatory for all passengers 
and all vehicles. 


٠‏ أحزمة الأمان إلزامية لجميع GIS JI‏ وجميع المركبات. 
٠ Lap belts prevent EJECTION and protect the‏ 
LOWER body.‏ 


* أحزمة تخمي УЖ!‏ # السفلي من الجسم : 


٠ Shoulder belts keep the HEAD and CHEST 
from striking the dashboard or windshield. 


izal والصدر من الاصطدام‎ омы الكتف تمنع‎ "e e 


ORASCOM:. eum ELSEWEDY | pgp 


المقاولو نالع 
CONSTRUCTION Garry ELECTRIC‏ 
Хама‏ 


Pedestrians SS dae 
olive J! 


* Pedestrian walkways have been designated and 
Shall be used at all times by pedestrians on ae. 
تم تخصيص ممرات للمشاة ويجب استخدامها في جميع الأوقات‎ 


من المشاة في الموقع. 
Pedestrians shall wear high-visibility clothing‏ * 
(jackets/ vests) while on site.‏ 


% يحب على المشاة ارتداء ملابس عالية الوضوح ИН (чә iw)‏ 


وجودهم في الموقع. 
٠ Pedestrians shall not enter zones that have been‏ 
demarked and isolated for equipment operations,‏ 
without appropriate permission.‏ 


colles] lg] ТЕ يجوز للمشاة دخول المناطق التي تم تحديدها‎ У ٠ 
المعدات . دون إذن مناسب.‎ 
e Pedestrians shall remain alert at all times and not 
use ear audio devices while traversing the site. 
تأهب في جميع الأوقات وعدم‎ АЛ» يظل المشاة في‎ gl يجب‎ * 
استخدام أجهزة الأذن الصوتية أثناء عبور الموقع.‎ 


ORASCOM :. @ 5 SEEDY | psp Material 
m Handling 
ә | gol 


* Size, weight, and shape of materials to be moved 
Shall dictate the choice of equipment to be used for 
the operation. 

% يجي أن 33у‏ حجم ووزن وشكل ert‏ المراد نقلها اختيار 
المعدات التي سيتم استخدامها للتشغيل 

* Load capacity shall be clearly marked on all lifting 
equipment. 


* يجب تمييز وزن الحمولة بوضوح على جميع معدات الرفع. 
٠ |f mechanical equipment is to be used for material‏ 
handling workers must be trained and where‏ 
applicable, certified in the use of the equipment.‏ 
* ]15 كان سيتم استخدام المعدات الميكانيكية لمناولة المواد ‚ 


فيجب تدريب العمال واعتمادهم عند الاقتضاء في استخدام 


ORASCOM, УЕ: е |н» 


CONSTRUCTION 


Safe Manual Handling 


* Safe Lifting Technique 


> Size ир the load to make 
Sure itis not too heavy or 
too large. 
* Adopt_a Stable footing. 
> Bend your knees апа 
reach down to the load. 
< Keep your back straight aS 
you 

lower yourself. 


> Grip the load with both 
hands. 


> Slowly push up with your 


التعامل اليدوي الآمن 


* تقنية الرفع الآمن 


* اعتماد قاعدة مستقرة. 


* ثني ركبتيك والوصول إلى 
لحمل. 


| Sato Lifting Techniques 


CORRECT 
POSTURE 


UVSAR.COM 
Supporting Higher Standards 


> قبضة الحمل ,15 يديه. 


ao sl аі >‏ نافيك وحافدز 


The Arab Contractors ELSEWEDY ез. 4 
2. ELECTRIC oe LEE DEN кезене ) 
Ел, N 
Safe Manual ý 


Handling 
٠ If a load is too heavy or too large for you to lift or carry on your own, use 
alternatives or get help. 
أو حمله بمفردك , فاستخدم البدائل أو‎ аяд) يمكنك‎ У إذا كان الحمل ثقيلا جدا أو كبيرا جدا بحيث‎ * 
احصل على المساعدة.‎ 


ORASCOM:. 


CONSTRUCTION 


Sy 


ЕГІЛЕ 


ri 


Wheelbarrow | Pick-up Truck 


ORASCOM:. 


CONSTRUCTION 


The Arab Contractors 


Osman Ahmed Osman & Co. 


bray 


Lifting Safety ProceduresaoMwolsl у> 
93-і 
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ELSEWEDY 
ELECTRIC 


PSP 


at المقسلولو نالعسسرب‎ ELECTRIC 
"mw 


ceustescrion 
LIFTING PERMIT 


For loads less than 10 ton 


Cost Center Name Cost Center No. 


Lifting description: i.» 


قائمة قحص التنصيب و الرفع Lifting Checklist‏ 


Item العنصر‎ 


Crane setup on level ground and outriggers fully 
extended هل تم تنصيب الوئش عل ىأرضية مستوية مع فرد 3260 شل كلس‎ 


Pickup and тор paths identified 


ط معدات ШУ‏ م المقرط معرفة 


Rigging equipment inspected and correctly color 
coded ارت‎ -È نم فحص السات و تم تعريفيا‎ 
Is lif area around the crane controlled 

ШЕ planas dai P حول‎ Айыы 
Daily crane checklist complete and safe to 
commence work „2. i 


m 
m 
t (hook block and tackle) 
t 
Total Weight(C+D)= 


Maximum capacity القصرى‎ 5-2 
(at Crane setup) 


(Note: max. 90 %) 


Operators Info: *4! معلومات عن‎ 


Crane operator Lifting Foreman 

ID Number ID Number 

Time &Date Time &Date 

Crane Type: Capacity: Plate No.: 


Prepared By» =>! 


Name Date Signature 
Approval 28 а 
Technical Office 
HSE 
Name Date Signature 
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وزارة النقلكم 


= ЦЬ AOS ELSEWE DY 
ORISCOM:. 92227: есте > 
CONSTRUCTION 


оплѕсомт. ЕСІ BLEUE [rer 
LI 


S 
Lifting Safety Ргосеаигеѕ:1=1,> 
* The lifting area shall be completely barricaded to 
prevent unauthorized personnel from entering while 
lifting is in progress. 
أن تكون منطقة الرفع محصنة تماما لمنع الأفراد غير المصرح لهم‎ * 
من الدخول اثناء سير الرفع.‎ 
٠ A qualified rigger must be present to rig all loads. 
أن يكون هناك حفار مؤهل لتجهيز جميع الأحمال‎ * 


٠ The path to the final destination of a lift must be - ел AMI e x 

verified as being clear before a lift may proceed. ) ў 

٠‏ التحقق من أن المسار إلى الوجهة النهائية للمصعد واضح قبل متابعة 
المصعد. 


بون 


٠ Tag lines shall be used to control all lifts. 
للتحكم في جميع الطرود.‎ JU» استخدام‎ ° 


f: The Seah Contractors ELSEWEDY | psp 
RASCOM:. Aue ELECTRIC 
CONSTRUCTION — 


Heavy Lifting 
nspection Сага 


ТЕНГЕНІ 


Valid From January to March Valid From April To June 


Equipment Inspection Card Equipment Inspection Card 


Card Serial Number From 1 to 1000 Card Serial Number From 1 to 1000 


Company Name 
pany 55 


Company Ма ae al 


Equipment Type 
CURIE 


Equipment Brand 
ортеп Bopa 


Equipment Serial No. 
رقم المعدة‎ 


Equipment Condition 
حالة المعدة‎ 


Inspection date 
تاريخ القحص‎ 
Inspected Ву 
القائم بالفحص‎ 


Don't alter or remove this card Don't alter or remove this card 


Valid From Oct, to Dec. 


Valid From July To September 


а " 2 = Equipment Inspection Card 
Equipment Inspection Card 


Card Serial Number From 1 to 1000 Card Serial Number From 1 to 1000 


прапу Name 


سم الشركة 


Equipment Typ: 


Equipment Branc 


Equipment Serial Мо 


adition 


Equipment 
حالة المعد‎ 


Don't alter or remove this card Don't alter or remove this card 


ORASCOM @ EWEY | psp کے‎ ЧАНЫ 
ao ME | aD um Р 


Rigging, лл 1 


*Rigger should be trained апа have VOC card а 


* يحب تدريب البحري ولديه بطاقة التحقق من الكفاءة. 
“ДІ rigging gear must be inspected and certified for the current‏ 
period.‏ 


° يجب فحص جميع معدات التصبين واعتمادها للفترة المحالية. 
“ДІ rigging gear must be inspected by a qualified rigger prior to‏ 
each lift to ensure that it is free of defects.‏ 


05 ls] بواسطة يجري مؤفل قبل كل عملية رفع للتاكذ من‎ ael جميع معذات‎ создал? 
ГЕРІ! 


e All lifts must be rigged with appropriately rated rigging gear. 


tig lio. JS ae راقغات 85553 بمعدات تصوين مصنفة‎ pes l بحت‎ 


““Ноте-тайе”/ uncertified rigging equipment/tools shall not be 
used. 


»1 جوز استخذام معدات:/ أذوات تضيين غير معتمدة: 


ОВЛ5СОМ. @ EEE EEO | psp Crane 
CONSTRUCTION Aol Ao ELECTRIC 
i Safety 
- M 


* All cranes shall be inspected and third-party certified 
prior to use. 5 A 
يجب فحص جميع الاوناش واعتمادها من طرف ثالث قبل الاستخدام.‎ * 
٠ All safety devices shall be functional (Anti Two Block 
Device, load indicator, alarms, horn, etc.) 
يجب أن تكون جميع أجهزة السلامة وظيفية (جهاز مضاد للتصام‎ * 
للهوك . مؤشر الحمل . أجهزة الإنذار . البوق . إلخ.)‎ 
٠ Large cranes shall be outfitted with ап anemometer. 
* Crane operators shall be certified for the type of crane 
being operated. 


* يجب أن يكون مشغلو الاوناش معتمدين لنوع الونش التي يتم تشغيلها. 


The Arab Contractors ELS EWE DY 
المقاولونالعر‎ 
— ELECTRIC 


موم 


ORASCO 


CONSTRUCTION 


حح 
ASSUMIT‏ 


The Arad معدي‎ ELSEWEDY PSP 


ELECTRIC 
72111247) "TE AAD аме” 


-.ifting document ;.... 


The Arab Ciis ELSEWEDY PSP DN 


ELECTRIC EA 
— 


LIFTING EQUIPMENT SAFETY CHECKLIST 


قائمة 3 معدة رة 
Cost Center Name Cost Center No. :‏ 
Item Serial Number. Inspection Date‏ 
: تاريخ لقحصس «ізн‏ 
Location J! Contractor (йа! :‏ 


Checklist Items التحقق‎ Аш عتاصر‎ 
Calibration certificate, license and the manual 
Status 


شهادات المعايرة والرخص و هرثئد المستخدم 

Operating unit status (glass — mirrors - front shield 
wipers) 

كابينة القيادة بها تحتوية من riaj)‏ - هرايا - المساحات eli!‏ 


Wire operating unit 1 
وحدة تشغيل الأسلاك‎ 


The hook and shackles status 
حالة الخطاف والأقفال‎ 


Load safety latch 


1 Sheave condition 
حالة البكرة‎ 


Сошршег 
الحاسب الآلى‎ 


Oil leak 


Юные | | | |‏ 
حالة البطازيات و مستوى ماؤها 


11 Mechanical brake 
الفر لمل‎ 


Outrigger and pads 


الركائز و القواعد 


= 


Manual system for emergency cases 
حالات الطولرئ‎ d نظام الأهان اليدوى‎ 
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^ 
lun RN 
الوقود و مسنواد‎ is 
Crane boom status 
حالة_نراء الرقع‎ 


مستندات الرفع 


E NN 
UY! as 


Cabinet means of access 
وسيلة الوصول الى الكابينة‎ 


Mechanical damages and pins жап 
التلقيات و حالة البنوز‎ 


Inspected Ву: 


Хаше 


Position 


Signature 


0/59] уыс SE ғ» 
Risk Assessments (RA) pu 
" Risk Assessments must be completed for all tasks по 
matter how big or small 
مهما كانت كهرة او:ضغيرة‎ агаа) يجن اكمال تقيمات المحاظر‎ 5 
" Everybody involved іп а task must understand the risks 
and hazards of the task 
ТН الاخظار ومخاطر‎ agir أن‎ Begs جب علق كل تتخض شارك فى‎ ۶ 
" Everybody involved іп the task must sign the RA after 
being trained on the risks and hazards involved. 
يجب على جميع المشاركين في المهمة التوقيع على تقييم المخاطر بعد‎ " 
تدريبهم على الاخطار والمخاطر التي تنطوي عليها.‎ 
" No one who has not signed on the RA Is allowed іп the area 
where the task is being conducted in 


" لا يسمح لأي شخص لم يوقع على تقييم المخاطر في المنطقة التي تجري 
فيها المهمة 


А 


^^ ш: iac qe ч 


* 


ORASCOM :. © PES RR |v 


` ° Risk Assessments 
(ВА) 
plol JI 
ORASCOM:, 9 SS ее | PS? RESODMPÁACE MARE 


consteverion — 


Cost Center Name: High Speed Rail Cost Center No. : 
Risk Assessment for Method Statement No.: Contractor Name 
Method Statement Title: 


10 ASSESSMENT MATRIX 
11 OH& 5 RiskMarix 


= ==; 2 ae 
1 2 3 


1. Green (Low Risk 1-8) 
2. Yellow (Майит Risk 9-15) 
3. Red High Risk 16-25) 


12 Environmental and SocialImpact Matrix. 


Trivial Ex discomfort. self-help recovery) 
Moderate (Ex. strain, sprain, incapacitation , includes hose injuries hat cold rest ie 
(work, Medical Treatment etc. Wark Stogpage ( Partially Activity Stoppage) Property Damage 
Partialty) 

Serious (Ex fracture, broken Embe, irjury to eyes, asphyxia doner LIL Work Spass 

| Full Activity Stoppa) / Property Damaged ( Total Loss) 


5 [Fatal (single or emiltiple)- Death of any person Work Эюрраше (Whole Project Sioppage ( 
ity Rate Reference 


Јасер (occurs rarely) 


[уку ешын у — 
Pree | 
No impact expected 


[Very likely (occurs frequenty) 


impact are Beneficial 


_—_— мг or عط‎ in conten 
БЕГЕН —— 


Impact Magnitude _ | Definition 
a Spatial extentofthe |For instance, within the site, boundary to regional, rational and international; 
impact 


The main by which an impact meets or fils to meet intemationd, national 


b. Compliance 


and local standards, limits or guidance 


ic. Duration of the impact 


|Short'temporary to lone-tarm'pemnanent 


|d. Reversibility 


[Whether environmental conditions ret m to baseline or not 


е Likelihood 


[Regularly occ ing under typical conditions to unlikely ip occur 


£ Nature of impact 


The measure of whether the effect has a single direct effect or whether there is а 
cumulative effect over time or a synerzic effect with other conditions 
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impacts are expected tbe permanent and non-reversible on a national scale and / or have 
intemational sien£icance or result in legislative non-compliance. 


Page 1 1 


Айй mee emos ELSEWEDY 
“te ELECTRIC 


حح 
وزادة AJl‏ 


2 ђе Arab Contractors ELSE WE DY 
ORASCOM:. аз ELECTRIC | PSP 
CONSTRUCTION “М 
(STARRT) 
CARD 


Safety Task Analysis Risk Reduction Talk 


تخليل dogo‏ السلافة للجة من المخاطر 
Every job / task is required to have a STARRT‏ * 
conducted by the Engineer /Supervisor.‏ 


* يجب أن يكون لكل Гаа‏ مههه نجلل السلامة xxl]‏ 
من المخاطر يجريها المهندس / المشرف 
e ТВТ Signed by each worker.‏ 


* محاضرة توعية موقعة من قبل JS‏ عامل. 


٠ Conduct before each shift starts! 


* قبل al) JS‏ الوردية! 


The Arab Contractors ELSEWEDY | PSP 
المقاولوتالعوب‎ ELECTRIC 


ERSTE 
ед А لهيئة القومية للأنفاق: شان آم‎ 


— ш Е бош القطار الكهربائي‎ натон يوم انه‎ ron rununa E 
CONSTRUCTION T T SK 3-MEP ! Train E 
( S A R R ) ¢ ® mure. SYSTA ESS SHAKER "ТІСІ 


Safety Task Analysis Risk Reduction THARD 
منا لمخاطر‎ ә. ORASCOM:. © 52575 ferc psp A — ORASCOM:. ويدف" حك‎ ELSEWEDY | psp 


DAD سا‎ том» - ЕН қалы алло М Тұма» ЖҰ. 
SAFETY TASK ANALYSIS RISK REDUCTION TALK SAFETY TASK ANALYSIS RISK REDUCTION TALK 
كارت تحليل سلامة العمل لتقئيل المخاطر كارت تحليل سلامة العمل لتقليل المخاطر‎ 


L ion int Set up and used сопесіу ريه من اى او عن طريق شخص آخر من ازى‎ «ЫЛ تكد هن وضعة سل م‎ 
Confined Spaces 4x 5247 
ШЕСЕТЕРІГИГІЕ 
| | The Ventilation is good ша ба! 


فر د لمتابعة الموقف و ый‏ الطوارئ Stand by man‏ 


60 | Welding &/or Flame Cutting واقطعية‎ iJ اعمل‎ 


Hot work permit issued? tiat فل أب ء فى‎ naL عمل‎ me wate تم استخرا‎ 
с=с үте үр рч yi ior cdi am at 


Gas bottles upright on trolley miti to peas НП? فل اسطوانات الغاز مؤهنة في وضع راصي على‎ 
Sanni 


ترتيب وتجييز »کان لعل General‏ 

Electrical and welding cables and wires organized and from walkways (hanged on stands 

гунч raider ыы Ten ade pele pepe = Electrical equipment (heaters, welding machine et) in good condition & color coded? жа‏ ج 

Tools and materials stacked properly away from walkways & protected azamst fall дының aE Lis افحص‎ aX ووجود‎ L2 POEM 

2 هواد іше‏ عن الهمرات وخر معرضة قوط من ارتقاع 

تلك من وجود b‏ حرق قربيا من دكان Suitable fire extinguisher available. cee)‏ 

باع لعفل . تلكد من تنظيق اهكان وا А)‏ قضلات انغ After work finishes, Access & walkways kept clear Eady‏ 
هن الممرات 

Working on height (2 1 30 من‎ 45) EÈ E العمل‎ 

‘Work platform secured with adequate handrails? LÄ قوط‎ аа. x تكد هن إن مكان العمل مؤمن بهد‎ 

Tools to be secured to prevent falling and also bamicade udemeath required САА дыгы بج ھی‎ 

وگنگ الترتيب لمن عتواجد او مرور اشخاص تحت هكان 28-2 


‘When there із no handrail Is there life line? كريط‎ лы) من وحود ليف لاعن أو قن‎ 
0 


Turfors & chain blocks visually inspected, safety latches at hooks? сау Аы 
тутутуту بطقات أحفلة واير أترقور‎ ieas هن وجو د أسان الاما ن كليوك وكذلك‎ E] 


وجود لايف لابن او وابر رنج حصب الامكتية أربط الحزاد طول رقت 
قي حلة العمل على امان کت م ded man baskets t Lel‏ 
rri‏ قات كار Rata‏ و L Basket visually inspected (handrail, platform...)?‏ 


реет n Color coded? امتحركة‎ А ААӚ) مقس اهرس صحيع ويوجد‎ 
Spend ала (А 


Пы = 2 E 


Double eye protection وش لحرا وش راش‎ 
Full body hamess. al حرام الأمان‎ 
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NATIONAL AUTHORITY FOR TUNNILS É 


9 he Arab Contractors ELSEWEDY 
ORASCOM:, SEEE тыс "> p 
CONSTRUCTION ~~ < без мер) 


СОМ: mre SYSTA HESS SHAKER 


Weekly Safety Tool Box Talk (ТВТ) ас | محاضرة‎ 


алс لسو‎ 

° 'Ev Week the TBT shall be conducted by each subcontractor on his respective stations for the site staff 
(Date and time Need to be determined) 

° Attending the TBT is mandatory! 


* كل أسبوع يتم إجراء محاضرة توعية من قبل كل مقاول من الباطن على محطاته الخاصة لموظفي الموقع (يجب 
تحديد التاريخ والوقت) 


Commissioning / 
Operational 
Areas 
/ مناطق الاختبارات‎ 


pe Erab d өсек = ELSEWEDY 
ORASCOM e- Бағалық ELECTRIC | 
S 


CONSTRUCTION 


Operational Area Layout 


To be Added by the site Activities 


تخطيط منطقة التشغيل المراد 
( إضافته بواسطة أنشطة الموقع) 


"= be Arab Contractors ELSEWEDY 
ORASCOM:. ee LX Bree PF 
What is Hazardous 
Energy? 


ما هي الطاقة الخطرة؟ 


Stored heat (steam lines or hot liquids) 
البخار أو السوائل الساخنة)‎ bolas) الحرارة المخزنة‎ 

Chemicals іп pipelines under pressure or force of 
gravity 
المواد الكيميائية في خطوط الأنابيب تحت ضغط أو 898 الجاذبية‎ 
Any other active or stored energy sources that 
could harm a worker 

أى مصادر طاقة نشطة أو مخزنة أخرى يمكن أن تضر بالعامل 


je Sirah Contrartors ELSEWEDY 
ORASCOM Seem "s 


= azardous Energy Source 
Examples 
على مصادر الطاقة الخطرة‎ aliol 

Live electrical lines الخطوط الكهربائية الحية‎ 
Electrical capacitors المكثفات الكهربائية‎ 
Lasers الليزر‎ 
Engines that move التي تنقل قطع‎ cU ухо 
machinery parts cl غيار‎ 


Hydraulic lifts المصاعد الهيدروليكية‎ 


Pneumatic (air pressure) 
(slgg)l Lazio) 


- ELSEWEDY | pgp 
ORASCOM:. И ELECTRIC Live 


Equipment 


If there is a signage like 
this 


Do not open. 


É icai боша ELGEWEDY | 
ORASCOM:. os ELECTRIC || 


CONSTRUCTION 


Hazard Communication توضيح‎ 


* Material Safety Data Sheets (MSDS) are required for ALL chemicals 


coming on site! All Contractors will provide а copy and list of chemicals 
to JV Safety upon arrival. 


(MSDS) °‏ مطلوبة لجميع المواد الكيميائية القادمة في الموقع! سيقدم جميع المقاولين 
نسخة وقائمة بالمواد الكيميائية إلى قسم السلامة بالتحالف المشترك عند الوصول. 
A MSDS will inform workers of the hazards of the chemical, апа how‏ * 
to safely handle, use, store, & clean up and dispose of waste‏ 
substances.‏ 
* سيبلغ العمال بمخاطر المادة الكيميائية ‚ وكيفية التعامل go‏ النفايات واستخدامها وتخزينها 
وتنظيفها والتخلص منها بامان. 
٠ А master copy of the MSDS forms will be kept in the JV Safety office‏ 
where they will be available by request.‏ 


* نتم الاحتفاظ ‏ بنسخة رئيسية من 3з;‏ أورآق. مائات سلامة المواة في مكتب سلامة 
eT Red]‏ اا ,55 | Ае АС‏ 


The Arab Contractors ELSEWEDY chem ical 
ORASCOM:. IV FEN ELECTRIC Safety 


* All workers shall be trained if working with hazardous substances 
or if used in the area. 


к‏ القومية للأنفاق 


~A A 
وزارة النقزهر‎ 


% يحب تذريب uno‏ العمال b‏ كانوا بعملون مع مواد خطرة أو asl] а I5]‏ في 


e Chemicals must be properly labeled, especially when transferred 
into separate containers. 


حب وضع علامات على а ЫІ‏ فكل جحي БЕН‏ عد تعليا إلى 


٠ When chemicals are not in use please store them іп the 
appropriate locations. 


* عندما لتكون المواد الكيميائية لا تسخدم , يرجى تخزينها في المواقع المناسبة. 


٠ If an employee suspects they’ve been exposed ог may have the 
potential please report to supervision immediately. 


ORASCOM:, Э 22: статс ғ 
CONSTRUCTION — ш ш 
Material Spillage 


* Always plan ahead! 


* Spill Kits will be located throughout the job site 


* |n the event of a spill always try to stop the leak at the source (IF SAFE), then 
stop the leaked substance from spreading (with waddles, absorbent, dikes, 
etc.), then report to supervision for proper documenting, clean up, and disposal. 


* خطط Ll‏ للمستقبل! 

* في حالة حدوث انسكاب , حاول دائما إيقاف التسرب من المصدر (إذا كان آمنا) , ثم أوقف المادة 
المتسربة من الانتشار go)‏ الكرات . والمواد الماصة . والسدود ‹ وما إلى (W3‏ ثم قم بإبلاغ 
الإشراف (баш‏ المناسي. АНЬ‏ والتخلض. 


ORASCOM:. ФЭ SS етте НУ 
Working in Chemical АгеаЈ 4 ls 
siloa Ll 
> Whenever you see these symbols, please be informed that you PRELAZE 
working with chemicals that could be hazardous. 


> Never smell any chemical directly from its containers. 


telat كيصياتية مباشرة من‎ dole sl lul as Y * 
> Always wear PPE's whenever working in a chemical area (Chemical ifa 


protective clothing with full face hood, chemical splash goggles, 
Respirator, Chemical Resistant Boots, Chemical resistant gloves. 


soil‏ دائما معدات الوقاية الشخصية عند العمل في منطقة كيميائية (juu Me)‏ واقية 


aala‏ مقاهمة للمواد АБА‏ + هقفاز ات Slaw): uela‏ الكتمنائية. 


ORASCOM:. @ iE Working in Chemical 
s — Area 
العمل في المجال‎ 
الكيميائي‎ 


> Before starting any work іп the chemical area we must ensure 
that the emergency shower is in working condition. 


КЕЗДЕР |‏ أي عمل في المجال الكيميائي ‹ يجب علينا التأكد من أن دش 
الطوارئ في А‏ صالحة للعمل. 
>If someone comes in contact with any hazardous chemical,‏ 
then an emergency shower should be used to clean that‏ 
particular portion of the body for at least 15 minutes before any‏ 
formal first aid treatment.‏ 


“*إذا لامس شخص ما أي مادة ala‏ خطرة . Goud‏ استخدام دش الطوارئ 
]1 هذا | Je asas, БАЗАР мл. о ес:‏ الأةا „Ме «el La‏ 


бәхтинә рр Chance е... 


Actions if you do find something:  )راثالثملئالدي!(ائنيشتدجو‎ 1эфә]е1 29.1. ۽‎ 


Y Immediately Stop works in the area. ТҮРІН 
منطقة‎ |, 9 esL 1594 | 


Y Notify your Supervisor; he will notify JV. مشرفك؛ وهو سوفيخطر‎ БУЫ 
لمشترك‎ Ld bat ادارة‎ 


JV Actions (when receiving a report)saL 5 хе) J uud إجراءارتلتلحالقا‎ 
تقرير)‎ 


Y Cordon off the area and prevent anyone from entering (at least 2m 
around the suspected object). 
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حح 
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Zero Tolerance Behaviors 


Thr лав Cantadors ЖІ CE WE DIY 


at 
ы] 
correo жен е 


— Hd ELECTRIC 
ZERO TOLERANCE BEHAWIOURS 


Focus Area 
Fall protection 


Jo суз ЗА 
Scaffolding 
DNLS ahai 
Confined Spaces 


аша سكن‎ 
Excavation 


Eu 1 v 
Hazardous Energy 


Z pba الطاقة‎ yA 
Reportimg Injuries 


сла‏ صن ارت اقلت 
‘Tools‏ 
РЕ d‏ 
Тотізуілаг/ Орнагайпағ‏ 
Equipment‏ 
ат, Жан зы 58‏ / قت عط Къа а‏ 
Safety Documentation‏ 


AAA متقاف الك‎ pers ғ 
Personal Behavior 


auam Sl 


"Examples 


Аза میدق‎ + 


Zero Tolerance Behaviours 
Twill utilize proper fall protection measures where a fall of 
1.8 m or more could occur. 
JA 40 a POE тїз te و سيلة عتاسية تتحماية سن السفوظ تتا العمل‎ almi سوفه‎ 
Twill Verify that scaffolds have been properly inspected 
‘Tagged before use. Mfiodifications onby allowed by 
authorized scaffolderz. 
ae الإاستخدام آچ‎ ША eS و حتيها‎ Lee АЛ عت تت السقالة قد‎ ES 
Дана NG, қаза طر دة ر‎ сыз يجي ا ققد‎ 
Twill obtain and follow an approved confined space Permit 
before entering. . 
ysl їз Дав كبرق الم كن‎ У ena eel, с تحص‎ үй يجي‎ 
І will ensure that excawation of more than 1.5 m depth are 
effectively sloped shored benched before فودنت‎ 
(ва мыры» яза а реа ee дье 1-5 ات تز يد حص‎ Rel سن أن‎ аі يجب ان‎ 
قيل اكول‎ uma эЛ "راتت حم‎ gly 
І will Follow Penmmit to work requirements and Lockout-Tag 
out system 
қай (ADAM pices АШСЫН مصمارد‎ SAE le TE و‎ «Іші тез dan ата ылы اتی‎ үй} یجب‎ 
Twill report all injuries to the Consortium Site ilanagement 
within 2-4 hours. 
ХЫН in 4ے مالصة‎ Сла а pen د قوم باللايظع حن 08 .098 اود لر د‎ 
Twill, when working at height, secure all tools! equipment 
against dropping or will barricade or protect the area below. 
cere ңі من حطر السقوظ‎ eT PE تؤسن‎ су يحم‎ LE على‎ үр Кыс. Af کے‎ 
woolen jii Amine" A dal, حل‎ ject. аќ Аа а аа аА 
I will not use а cell phone or tablet (Talking or Texting) 
while operating construction equipment or machinery. 
قتا تتعيق اقات أو‎ САА ай حصا‎ y Ал А езі لعاتقا التحٹوری أى‎ заз al تن و‎ 
PEE 
І will ensure that safety documentation is completed 
accurately and honestly. 


Алма! يحقة و‎ LLAS 9 аса التتكم منت تن سلققفه‎ i 


І will refrain from misconduct which cam affect person’ в 
Personal safety. 
қалін , سائ‎ ААА аі ا‎ ey шз الت , قد‎ «йла gh PR a sexi 
- An unsafe act or behavior which causes am mjury. 
- Working on ст wear live electrical equipment without using 
the required protective equipment 
= Smoking around the power block once fuel has been 
received. _ 
Bae yh oe et املو‎ орау) 


қал gi ميمفت‎ айла. يدون‎ Дз ge المت‎ ela А Да жыша ee أو‎ „Сыз cest = 
الألسطلورية_‎ аа-аа СШ) 
متتو قود‎ лау! حستيقت‎ Сй ار عصبائر الطاكة‎ ames لأت خن‎ — 
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3. Zero Tolerance Behaviors 
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Zero Tolerance Behaviors 
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Zero Tolerance Behaviors 
6. 


„аз БИЛІГІ 
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Zero Tolerance Behaviors 
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Zero Tolerance Behaviors 
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9. Dropped objects Zero Tolerance Behaviors 


سقوط | للجسام 


Tools» 2d! 


cl 


allure to secure 
tools/equipment/ 


material or 
lower areas Stored materia 


when working at .المواد المخزنة‎ 


عدم height; eL‏ 
bball £53.1‏ 
اواد أو ا ناطق 
ёе. material/offcuts‏ 
المواد المستخدمة | 
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Zero Tolerance Behaviors 
11. Documentation 


Inspection 
documents 


EPEA 


Falsification 
of a safety 


document. Permit to Work 


تزوير مستندات 


Training records 
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| Zero Tolerance Behaviors 
Implementation 


= Т. . rr] 


Violations of the Zero Tolerance policy will be 
reported to the JV for review and action. 
& 1101 سيتم الإبلاغ عن انتهاكات سياسة عدم التسامح مطلقا إلى‎ 
.التحالف لمراجعتها واتخاذ الإجراء اللازم‎ 


Kaos totus ELSEWEDY‏ د 
ORASCOM:. 29 Ecrire‏ 
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Outstanding HSE 
performance will be 
appreciated and 
recognized in the 


monthly HSE meeting. 


99 jaeiell soU]. ai aigu 
مجال الصحة والسلامة‎ 
ses мо До, 
في اجتماع الصحة والسلامة‎ 


ү: je Sirah Contractors ELSEWEDY 
ORASCOM:. os есестііс || 
аж 


CONSTRUCTION 


Incentive 
system 


\ 


الهيئة القومية للأنفاق 


(845204: © Compliance with the safety 
instructions 
الامتنال لتعليمات السلامة‎ 
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SAFETY INDUCTION ATTEND ANCE SHEET 
حضور محاضرة التوحية الأولية‎ 


Induction / Training Attendance Form cM = 
الحضور التعريفي / التدريبي‎ 759.05 J- a 
Everyone shall sign the attendance form. H- —— 18 
This means that it is a recognition of him a Е - 
that һе is aware of all the risks and HL 
hazards and he known how to deal ; 
with them Safely > 
النهة استمارة‎ | Т 


HSE Instructor uss 1: Signature 445: 
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